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Nixon Sent to the Hospital — He Has Viral Pneumonia 


Washington 

President Nixon entered Bethesda Naval Medical Center 


last night for treatment of what White House doctors 
diagnosed as viral pneumonia, an infection of the air sacs 
of the lungs. 


